CLASSIFICATION OFFICE DECISION 


Title of publication: 

Chicago Med: Season 2 (Disc 1) 

Other known title(s): 

Chicago Med: Season 2 (Episodes 

OFLC ref: 

1700576.000 

Medium: 

DVD 

Distributor: 

Universal Pictures Video 

Director: 

Arthur W. Forney 
et al. 

FVLB Applicant: 

Universal Pictures Video 

Producer: 

Michael Brandt 
et al. 

Country of origin: 

United States 

Language: 

English 

Applicant: 

Film & Video Labelling Body 


Classification: 


Unrestricted: Suitable for mature audiences 16 years of age and over. 


Excisions: 

Descriptive note: 

Display conditions: 

Date of entry in Register: 

Date of direction to issue 
a label: 

Date of notice of decision: 


No excisions recommended 
Graphic medical procedures 
None 

25 October 2017 
25 October 2017 

No notice of decision has been issued 



Components 

Running time 

Timed component(s): 

Episode 1 

40:35 


Episode 2 

41:04 


Episode 3 

39:59 


Episode 4 

40:38 


Chicago Fire 

1:02 


Chicago PD 

0:32 





Notice 

0:26 

Total running time: 


164:16 


Summary of reasons for decision: 

Not applicable 



